ETag: "2073098332267c15f7311946dc1236c3"
authorization: LOW 0Z3lF3w1zBAddB42:REDACTED_BY_IA_S3
connection: TE, close
content-length: 541325148
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.1
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-collection: nistreview
x-archive-meta-description: Documents from nistreview.org
x-archive-meta-mediatype: texts
x-archive-meta-title: nistreview-CD05-2
x-archive-meta01-subject: 911
x-archive-meta02-subject: World Trade Center
x-archive-meta03-subject: NIST
x-archive-meta04-subject: NIST review
x-archive-queue-derive: 0
x-upload-date: 2011-09-15T19:15:34.000Z
